DOCKETED ITEMS       87

9109240046 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un-
derstands that concerns re operator training in fuel handling resolved in telcon on
910909.

WILSON.BA Region 2 (Post 820201). 91/09/11. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 59172:196-59173:057.

-9109240058 Exam rept 50-327/91-300 for both units on 910819-23.Exam exam
results:one reactor operator & all senior reactor operators passed both written & oper-
ating exams.

RAPP.C.. LAWYER.LL Region 2 (Post 820201). 91/09/10. 200pp. 59172:200-
59173:057.

9109240064 Forwards insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831.No
violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/09/11. NAUMAN.DA Tennessee Valley
Authority. 4pp. 59173:130-59173:151.

-9109240070 Insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831.No violations
or   deviations   noted.Major   areas    inspected:p!ant   operations.plant   maint,plant
surveillance.LER closeout & followup on previous insp findings.
HOLLAND,W.E.. LITTLE.W.S. Region 2 (Post 820201). 91/09/10. 18pp. 59173:134-
59173:151.

9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828-
29.No violations noted.

WILSON.BA Region 2 (Post 820201). 91/09/12. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 59225:111-59225:115.

-9109300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828-
29.No violations noted.Major areas inspected: utilization of security personnel to pro-
vide compensatory protection for degraded & inadequate physical barriers.
TILLMANA,  MCGUIRE.D.R.  Region  2  (Post 820201).  91/09/11.  1p.  59225:115-
59225:115.

9109180262 Responds to NRC 910814 Itr re violations noted in insp repts 50-327/91-17
& 50-328/91-17.Corrective actions:auxiliary unit operators responsible for incorrectly
positioning valves.disciplined for failure to follow procedures.

WILSON.J.L. Tennessee Valley Authority. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 5pp. 59139:355-59139:359.

9109250077 Notification of contract execution: "Electrical Distribution Sys Functional
Insp - Sequoyah," awarded to AECL Technologies.

MANN.R. Division of Contracts & Property Management (Post 890205). FIN L-1527-1.
91/09/13. SCHWINK.W.S. Program Management. Policy Development & Analysis
Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
59207:028-59207:030.

-9109250091 Ltr contract awarding task order 18,to "Electrical Distribution Sys Func-
tional Insp - Sequoyah," awarded to AECL Technologies.

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1527-1. 91/09/
12. SHIFLETT.D.R. AECL Technologies. 2pp. 59207:029-59207:030.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109200222 Provides response to 910819 Itr re violations noted in Insp Repts 50-327/
91-14 & 50-328/91-14.Corrective actions:broader initiatives in place to address under-
lying performance issues.

WILSON.J.L. Tennessee Valley Authority. 91/09/16. Document Control Branch (Docu-
ment Control Desk). 6pp. 59171:141-59171:146.

9109230078 Advises that 880824-891027 responses to NRC Bulletin 88-008 acceptable
& TACs 69686 & 69687 considered closed.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/16. NAUMAN.D.A. Tennessee Valley Authority. 7pp. 59196:351-
59196:357.

9109260097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50-
328/91-11 for period Mar 1990 - June 1991.

WILSON.J.L. Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu-
ment Control Desk). 20pp. 59217:114-59217:128.

9109260128 Notification of 910925 meeting w/util in Rockville.MD to discuss steam
generator insp plans for upcoming refueling outage.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/18. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 4pp. 59209:214-59209:217.

R. Periodic operating reports & related correspondence

9109040076 "Effluent & Waste Disposal Semiannual Rept Jan-June 1991." W/910829
WILSON.J.L Tennessee Valley Authority. 91/06/30. 150pp. 58949:089-58949:280.

9109030032 Forwards third annual rept of employee concerns special program correc-
tive actions implementation for 900101-1231.

WALLACE.E.G. Tennessee Valley Authority. 91/08/27. Document Control Branch
(Document Control Desk). 2pp. 58928:174-58928:196.

-9109030166 "Third Annual Rept of Employee Concerns Special Program Corrective
Actions Implementation."
* Tennessee Valley Authority. 91/07/31. 21pp. 58928:176-58928:196.

9109030227 Forwards fitness for duty program performance data for six-month period of
Jan-June 1991.

WALLACE.E.G. Tennessee Valley Authority. 91/08/29. Document Control Branch
(Document Control Desk). 35pp. 58938:093-58938:127.

9109200252 Monthly operating repts for Aug 1991 for Sequoyah Nuclear Plant Units 1 &
2.WA910913 Itr.

HOLLOMONJJ.. WILSONJ.L. Tennessee Valley Authority. 91/08/31. 10pp.
59156:153-59156:162.

S. Reportable occurrences, LERs & related correspondence

9109030026 Special rept 91-15:on 910801 .significant corrective action rept initiated to
document that free-field beta radiation doses used to environ qualify safety-related
equipment considered nonconservative.

WILSON.J.L Tennessee Valley Authority. 91/08/26. Document Control Branch (Docu-
ment Control Desk). 4pp. 58926:290-58926:293.

9109100353 Special rept 91-13:910727,operability of fire detection instrumentation in
Fire Zone 352 for lower compartment cooler area noted.Detector in affected fire areas
will be restored to operable status.

WILSON.J.L Tennessee Valley Authority. 91/09/06. Document Control Branch (Docu-
ment Control Desk). 4pp. 59061:250-59061:253.

9109120209 LER 91-010-02:on 910515,determined that expansion joint matl between
RB shield walls & auxiliary bldg did not meet UL or factory mutual stds.Caused by
seals not being included in App R analysis.Firewatch established.W/910906 Itr.
THOMPSON.R.R.,    WILSON.J.L    Tennessee   Valley   Authority.    91/09/06.    6pp.
59111:027-59111:032.

V. Operator Examinations

9109100081 Advises that evaluation of requalification program & licensed personnel
scheduled for wks of 911202 & 09.Ref matls listed on encl 1 should be furnished.
WILSON.BA Region 2 (Post 820201). 91/08/14. NAUMAN.DA Tennessee Valley
Authority. 10pp. 59022:072-59022:081.

9109240046 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un-
derstands that concerns re operator training in fuel handling resolved in telcon on
910909.'

WILSON.BA Region 2 (Post 820201). 91/09/11. NAUMAN.DA Tennessee Valley
Authority. 4pp. 59172:196-59173:057.

-9109240058 Exam rept 50-327/91-300 for both units on 910819-23.Exam exam
results:one reactor operator & all senior reactor operators passed both written & oper-
ating exams.

RAPP.C.,   LAWYER.LL   Region  2  (Post  820201).   91/09/10.  200pp.   59172:200-
59173:057.
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F. Security, medical, emergency & fire protection plans

9109160027 Discusses insp repts 50-327/91-14 & 50-328/91-14 & forwards notice of
violation.

EBNETER.S.D. Region 2 (Post 820201). 91/08/19. NAUMAN.DA Tennessee Valley
Authority. 5pp. 59097:159-59097:165.

-9109160035 Notice of violation from insp on 910602-0703.Violation noted:on 910531
licensee erected wooden structure through emergency control room pressure bounda-
ry door C-54 which prevented reestablishment of control room pressure boundary.
EBNETER.S.D. Region 2 (Post 820201). 91/08/19. 2pp. 59097:164-59097:165.

9109160029 Forwards insp rept 50-327/91-16 & 50-328/91-16 on 910722-25. No viola-
tions noted.

WILSON.BA Region 2 (Post 820201). 91/08/28. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 59097:166-59097:199.

-9109160041 Insp repts 50-327/91-16 & 50-328/91-16 on 910722-25.No violations
noted.Major areas inspected:observatton & evaluation of annual emergency prepared-

WRIGHT.F.N. Region 2 (Post 820201). 91/08/23. 34pp. 59097:170-59097:199.

9109100251 Rev 4 to EPIP-6. "Activation & Operation of Technical Support Ctr." W/
910830 Itr.
WILSON.J.L Tennessee Valley Authority. 91/08/30. 7pp. 59086:329-59086:335.

9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828-
29.No violations noted.

WILSON.BA Region 2 (Post 820201). 91/09/12. NAUMAN.DA Tennessee Valley
Authority. 4pp. 59225:111-59225:115.

-9109300077 Partially withheld insp repts 50-327/91-20 & 50-328/91-20 on 910828-
29.No violations noted.Major areas inspected: utilization of security personnel to pro-
vide compensatory protection for degraded & inadequate physical barriers.
TILLMANA Region 2 (Post 820201). 91/09/11.1p. 59225:115-59225:115.

9109260012 Discusses NRC contract w/l-NET to perform site survey consisting of team
discussions concerning facility communications capabilities & feasibility of upgrading
emergency telecommunications sys.

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post
900603). 91/09/17. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59208:123-
59208:126.

9109260097 Responds to recommendations noted in SALP Repts 50-327/91-11 & 50-
328/91-11 for period Mar 1990 - June 1991.

WILSON.J.L Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu-
ment Control Desk). 20pp. 59217:114-59217:128.

P. Operating license stage documents & correspondence

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books
of TS Interpretations Already Performed at Plants." Forwards documents listed in app

PHILLIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267.nubber visual exam requirements to be
